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section, divided by the net area. The distribution of this stress is unknown.
A safe design should result if the average compression does not exceed the
allowable compressive stress and if compression steel is provided about as for a
single hole (Art. 17).

If the holes are as close together as 2 diameters, the horizontal reinforcement
may be made continuous. Such close spacing should be avoided if possible.
For high dams, with high working compressive stresses, the widest practicable
spacing of openings is desirable.